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Inter—-Campus Shuttle Bus 


Concordia will launch the long-awaited trial shuttle 
service between the Loyola sna the Sir George Williams campuses this Wednesday, 
September 29th. | 

The thirteen-passenger van will make seven one-hour round 
trips per day. Tickets will be given free of charge at the Information Centres 
in the Hall Building (SGW campus) and the Administration Building (Loyola 
campus) before departure times on a first-come, first-served basis to Concordia 


identification card holders. Travel time is about 20 minutes each way. 
DEPARTURES: 


Loyola Campus: on the half hour, starting at 9:30 A.M., last trip at 
3:30 P.M., from the Administration Building parking lot. 


SGW Campus: on the hour, starting at 10:00 A.M., last trip at 4:00 P.M., 


from the Hall Building, de Maisonneuve Boulevard. 
Service Monday through Friday, except Holidays, until further notice. 


This trial shuttle will be run for about three months to 
evaluate the actual needs of students and faculty; spot rider surveys will be 
conducted to establish demand or flow patterns. 

The objective is to provide an inter-campus shuttle service 
for students, faculty, and staff, who have to move from one campus to the other. 
It is not intended for private usage as any misuse would distort the results of 


the trial service and possibly jeopardize the entire project. 


ALL ABOARD --- ALL ABOARD --- ALL ABOARD 
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